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Abstract: 

q ■ Objective: 

^ \ The electric (a) and magnetic (j3) pion Compton polarizabilities characterize the pion's defor- 



mation in the electromagnetic field of the y during yn Compton scattering. They depend on 
the rigidity of the pion's internal structure as a composite particle. The polarizabilities de- 
duced by Antipov et al. in their low statistics Primakoff experiment (~ 7000 events) were 
<x n = —f$ n = 6.8 ± 1.4 ± 1.2, in units of 10~ 43 cm 3 . This value, ignoring the large error bars, 
is about three times larger than the chiral perturbation theory (%PT) prediction. Taking into ac- 
count the very high beam intensity, fast data acquisition, high acceptance and good resolution of 
the CERN COMPASS experiment, one can expect from COMPASS statistics a factor 6000 higher, a 
data sample that includes many tests to control systematic errors, and a significantly reduced total 
measurement uncertainty for oc n , of order 0.4. 
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Methodology: 

CERN COMPASS studies of pion-photon interactions, to achieve a unique Primakoff physics pro- 
gram centered on pion polarizability studies. We use 100-200 GeV pion beams and a virtual pho- 
ton target, and magnetic spectrometers and calorimeters to measure the complete kinematics of 
pion-photon reactions. COMPASS was set up during 2000/ 01, including a successful Primakoff 
test run, and then began data taking with a muon beam for the proton spin physics component 
of its program. COMPASS will next run its spin physics program and Primakoff program prepa- 
rations, followed by its pion beam physics program, including pion polarizability. For pion po- 
larizability, yn scattering will be measured via radiative pion scattering (pion Bremsstrahlung) in 
the nuclear Coulomb field: n + Z — > n' + y + Z. A virtual photon from the Coulomb field of the 
target nucleus is scattered from the pion and emerges as a real photon accompanying the pion at 
small forward angles in the laboratory frame, while the target nucleus (in the ground state) recoils 
with a small transverse momentum kick p f . The radiative pion scattering reaction is equivalent 
to y + n y + n scattering for laboratory y's of order 1 GeV incident on a target n at rest. The 
pion polarizabilities are determined by their effect on the shape of the measured yn Compton 
scattering angular distribution. 

Significance: 

The pion polarizabilities are key observables, and provide stringent tests of our understanding of 
chiral symmetry, its spontaneous breakdown, the role of explicit symmetry breaking in QCD, and 
consequently the very foundations of nuclear physics. The %PT effective Lagrangian, using data 
from radiative pion beta decay, predicts the pion electric and magnetic polarizabilities a n = -fi n = 
2.7 ± 0.4. New high precision pion polarizability measurements via radiative pion scattering data 
from COMPASS will provide important new tests of this QCD chiral dynamics prediction. 
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1 Scientific Background: 



Pion polarizabilities will be measured at the CERN COMPASS experiment QllZlElllEllIJIZHEl, 
a new high priority approved spectrometer facility at CERN that uses muon and pion beams for 
studies of hadron structure and spectroscopy. The polarizabilities are obtained from measure- 
ments of the yn — > yn gamma-pion Compton scattering. For the pion, chiral perturbation theory 
(xPT) leads to precision predictions for the polarizabilities |9jnoJ[nj[l2[. Precision measurements 
of polarizabilities therefore subject the ;^PT techniques of QCD to new and serious tests. The po- 
larizability measurements described here are a part of the global COMPASS Primakoff program 
|2j|3l 4 1 to study pion and Kaon polarizabilities, chiral anomalies, and pionic and kaonic Hybrid 
mesons. The global COMPASS physics program was described Sept. 2002 at a CERN COMPASS 
Future workshop 1 13|. 

1.1 Pion Polarizabilities via Primakoff Scattering 

For the pion polarizability yn scattering was measured (with large uncertainties) with 40 GeV 
pions 1141 via radiative pion scattering (pion Bremsstrahlung) in the nuclear Coulomb field: 

n + Z^ n' + y + Z'. (1) 

In this measurement, the incident pion Compton scatters from a virtual photon in the Coulomb 
field of a nucleus of atomic number Z; and the final state y and pion are detected in coincidence. 
The radiative pion scattering reaction is equivalent to y + n~ — > y + n~ scattering for laboratory 
y's of order 1 GeV incident on a target n~ at rest. It is an example of the well tested Primakoff 
formalism Il5l ^6 1 that relates processes involving real photon interactions to production cross 
sections involving the exchange of virtual photons. 

In the 40 GeV radiative pion scattering experiments, it was shown experimentally 1 14 1 and theoret- 
ically 1 17 1 that the Coulomb amplitude clearly dominates, and yields sharp peaks in t-distributions 
at very small squared four momentum transfers (t) to the target nucleus t < 6 x 10~ 4 (GeV/c) 2 . 
Backgrounds from strong processes were low, and are expected to be even lower at the higher 
energy (~ 190 GeV) planned for the CERN COMPASS experiment. 

All polarizabilities in this paper are expressed in units of 10 43 cm 3 . The %PT 1-loop prediction 
|9, 10 [ for the pion polarizability is a n = — j3„ = 2.7 ± 0.4; with values oc„ = 2.4 ± 0.5; j3„ = 
— 2 . 1 ± . 5 at two-loop 1 1 1 . Holstein 1 9 1 showed that meson exchange via a pole diagram involv- 
ing the ai(1260) resonance provides the main contribution (oc n = 2.6) to the polarizability. Xiong, 
Shuryak, Brown (XSB) |18| assuming ai dominance find oc n = 1.8. Many other QCD based po- 
larizability calculations, including lattice QCD ]19|, are also available, as described in different 
polarizability articles (2j^2|20|. In this report, we emphasize comparisons with model indepen- 
dent chiral perturbation predictions. But we will of course compare the data to all theoretical 
predictions. 

For the kaon, the lowest order ^PT prediction |2,|9j|^l is <Xk- = 0.5 . The kaon polarizability mea- 
surements at COMPASS should complement those for pion polarizabilities for chiral symmetry 
tests away from the chiral limit. More extensive studies of kaon polarizabilities were given in Ref. 
1221 123 1. Until now, only an upper limit ]24[ at 90% confidence was measured (via energy shifts in 
heavy Z kaonic atoms) for the K~, with ock < 200. Kaon polarizability measurements have never 
been carried out. For the kaon polarizability, due to the lower beam intensity, the statistics will be 
roughly 50 times less than for the pion case. But COMPASS would still obtain the first ever Kaon 
polarizability measurement. 

1.2 Pion Polarizabilities 

For the y-n interaction at low energy, chiral perturbation theory (^PT) provides a rigorous way to 
make predictions; because it stems directly from QCD and relies only on the solid assumptions of 
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spontaneously broken SU(3)l X SU(3)r chiral symmetry, Lorentz invariance and low momentum 
transfer. Unitarity is achieved by adding pion loop corrections to lowest order, and the resulting 
infinite divergences are absorbed into physical (renormalized) coupling constants L- (tree-level 
coefficients in iJ 4 ), see Refs. ]25. 26|). With a perturbative expansion of the effective Lagrangian 
limited to terms quartic in the momenta and quark masses (0(p 4 )), the method establishes re- 
lationships between different processes in terms of the L-. For example, the radiative pion beta 
decay and electric pion polarizability are expressed as |26|: 

h A /h v = 32n 2 {L r 9 + V lQ )-oc n = UU 9 + L r w ); (2) 

m Tt t n 

where F^ = 93.1 MeV 1271 is the pion decay constant, h^ and hy are the axial vector and vector 
coupling constants in the decay, and ocj is the fine structure constant. The experimental ratio \27\ 
h^/hy = 0.45 ± 0.06, leads to a n = = 2.7 ± 0.4, where the error shown is due to the uncertainty 
in the h^/hy measurement l 'TTlll2l . For the Kaon polarizability, Eq. 2 is used with the Kaon mass 
instead of the pion mass. 

The pion polarizabilities deduced by Antipov et al. 1 14 1 in their low statistics experiment (~ 7000 
events) were a n = —fi n = 6.8 ± 1.4 ± 1.2, with the analysis constraint that a n + (3 n = 0, as 
expected theoretically |9[. The deduced polarizability value, not counting the large error bars, is 
some three times larger than the ;^PT prediction. The available polarizability results have large 
uncertainties. There is a clear need for new and improved radiative pion scattering data. 

1.3 Meson Radiative Transitions 

COMPASS will also study Primakoff radiative transitions leading from the pion to the p~, 
ai(1260), and a2(1320); and for the kaon to K*. The p data is obtained with the yn polarizabil- 
ity trigger, while the others require a particle multiplicity trigger |4], as discussed later in Section 
3.3. Radiative transition widths are predicted by vector dominance and quark models. Indepen- 
dent and higher precision data for these and higher resonances would be valuable as a check of 
the COMPASS apparatus and in order to allow a more meaningful comparison with theoretical 
predictions. For example, the p — > ny width measurements 1151 I2"8l l29 1 range from 60 to 81 keV; 
the ai(1260) -> ny width measurement (EU) is 0.64 ± 0.25 MeV; and the a 2 (1320) -> ny width 
is is r = 295± 60 keV |3Q| and V = 284 ± 25 ± 25 keV |31 1. For K* -» Ky, the widths obtained 
previously are 48 ± 11 keV 03 and 51 ± 5 keV l3~3l . 

According to Holstein |9| and XSB |18|, the ai(1260) width and the pion polarizability are related 
to one another. For ai(1260) -> ny, the experimental width fl6l is T = 0.64 ± 0.25 MeV. XSB 
1 18 1 used an estimated radiative width T = 1.4 MeV, higher than the experimental value |16|, as 
determined in the Primakoff reaction nZ — > a\L, followed by — > n~ p. It is with this estimated 
width that they calculate the pion polarizability to be a n = 1.8. COMPASS will experimentally 
check the ai assumptions of XSB via the Primakoff reaction nZ — > a.\Z, and the consistency of the 
expected relationship of this radiative width and the pion polarizability |34|. 



2 Research Goals and Expected Significance: 

We studied the statistics attainable and uncertainties achievable for the pion polarizabilities in 
the COMPASS experiment, based on Monte Carlo simulations. We begin with an estimated 
cr(Pb) = 0.5mb Compton scattering cross section per Pb nucleus and a total inelastic cross sec- 
tion per Pb nucleus of 0.8 barn. High statistics will allow systematic studies, with fits carried out 
for different regions of photon energy cu, Z 2 , etc.; and polarizability determinations with statistical 
uncertainties lower than 0.1. 

We consider a pion beam flux of 2 x 10 7 pions/sec, with a spill structure that provides a 5 sec- 
ond beam every 16 seconds. For pion polarizability, in 2 months of running at 100% efficiency, 
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we obtain 3.2 x 10 13 beam pions. We use a 0.8 % interaction length target, 3 mm Lead plate with 
target density Nt = I0 22 cm~ 2 . The Primakoff interaction rate is then R = cr(Pb) ■ Nt = 5.x 10~ 6 . 
Therefore, in a 2 month run, one obtains 1.6 x 10 8 Primakoff polarizability events at 100% effi- 
ciency. Considering efficiencies for tracking (92%), y detection (58%), accelerator and COMPASS 
operation (60%), analysis cuts to reduce backgrounds (75%), we estimate a global efficiency of 
e(total)=24%, or 4.x 10 7 useful pion polarizability events per 2 month run. Prior to the data pro- 
duction run, time is also needed to calibrate ECAL2, to make the tracking detectors operational, 
to bring the DAQ to a stable mode, and for other contingencies. The above expected statistics in a 
two month data production run is a factor 6000 higher than the 7000 events of the previous pion 
polarizability Primakoff experiment. 

We will also access kaon polarizabilities considering the approximately 2% kaon component of 
the beam. We will use the CERN CEDAR Cherenkov beam detector for the kaon particle iden- 
tification. Statistics of order 4. x 10 5 events would allow a first time determination of the kaon 
polarizability. 

COMPASS provides a unique opportunity to investigate pion and Kaon polarizabilities. Tak- 
ing into account the very high beam intensity, fast data acquisition, high acceptance and good 
resolution of the COMPASS setup, one can expect from COMPASS the highest statistics and a 
'systematics-free' data sample that includes many tests to control possible systematic errors. 



3 Detailed description of Research Program: 

COMPASS is a fixed target experiment which runs primarily with a 160 GeV polarized muon beam 
and a 190 GeV pion beam. In order to achieve a good energy resolution within a wide energy 
range, COMPASS is designed as a two stage spectrometer with 1.0 Tm and 5.2 Tm conventional 
magnets. The tracking stations are composed of different detector types to cover a large area while 
achieving a good spatial resolution in the vicinity of the beam. Most of the tracking detectors 
operate on the principle of gas amplification, while some are silicon strip detectors. At the end 
of each stage, an electromagnetic and a hadronic calorimeter detects the energies of the gammas, 
electrons and hadrons. The calorimeters of the first stage and the EM calorimeter of the second 
stage have holes through which the beam passes. 

We considered elsewhere in detail the beam, detector, target, and trigger requirements for polar- 
izability studies in the CERN COMPASS experiment |2, 3. 4|. We describe these studies briefly 
below. The Sept. 2002 status of the COMPASS apparatus is described in Ref. 1 13 1. 

3.1 Monte Carlo Simulations 

The setup we used for the Monte Carlo simulations was the official setup for the year 2001 run with 
the addition of three GEM stations and six silicon stations as projected for the year 2002 run. The 
additional detectors allow more precise tracking. We carried out the polarizability simulations 
using (1) the POLARIS event generator with (2) the CERN COMPASS GEANT (COMGEANT) 
package |35|, whose output is a ZEBRA file with the information on the traces left by particles 
in detectors, (3) the CORAL COMPASS reconstruction and analysis library, structured as a set 
of modules: an input package is used to read the ZEBRA files produced by COMgeant, TraF- 
FiC(TRAck Finding and Fitting in Compass), calorimeter and RICH packages, a ROOT output 
package, the detector data decoding package, etc., and (4) the new CERN histograming and dis- 
play and fit program ROOT. We use the terms generated and reconstructed, the first denoting the 
input physics events to COMgeant from POLARIS and the latter the output of CORAL which 
contains the reconstruction of these events in the COMPASS spectrometer. 

POLARIS produces events of the type Eq. ^ based on the theoretical Primakoff yn Compton 
scattering cross section. The four-momentum of each particle is pi, p2, pi', p2', k, k', respectively, 
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Figure 1: The Primakoff y-hadron Compton process and kinematic variables (4-momenta): pi, pi' 
= for initial /final hadron, p2, p2' = for initial /final target, k, k' = for initial /final gamma, and 6 
the scattering angle of the y in the alab frame. 



as shown in Fig.^ In the one-photon exchange domain, this reaction is equivalent to y + n — > y' + 
n' , and the four-momentum of the incident virtual photon is k = q = p2— p2'. We have therefore 
t=k 2 with t the square of the four-momentum transfer to the nucleus, F(t) the nuclear form factor 
(essentially unity at small t, the mass of the yn final state, and to the minimum value of t to 
produce a mass i/s. The momentum modulus (essentially equal to p^) of the virtual photon 
is in the transverse direction, and is equal and opposite to the momentum Tpj transferred to the 
target nucleus. The pion polarizability is extracted via a fit of the theoretical cross section to the 
scattered y angular distribution in the projectile (alab) rest frame. The total Primakoff cross section 
is computed by integrating numerically the differential cross section cr(s, t, 9) of Eq. [3]below for 
the Primakoff Compton process. 



3.2 Primakoff yn Compton Event Generator 



We describe the event generator for the radiative scattering of the pion in the Coulomb field of a 
nucleus |21|. In the pion alab frame, the nuclear Coulomb field of target Mz effectively provides 
a virtual photon beam incident on a pion target at rest. We have for the variable t=k 2 = q 2 = M 2 , 
where t is the 4-momentum transferred to the nucleus, and M is the virtual photon mass. Since 
t=2Mz[Mz-E(Z',lab)]<0, the virtual photon mass is imaginary. To approximate real pion Compton 
scattering, the virtual photon should be taken to be almost real. For small t, the electromagnetic 
contribution to the scattering amplitude is large compared to meson and Pomeron (diffractive) 
exchange contributions. Radiative corrections for Primakoff scattering have been calculated to be 
very small I36|. 

The Primakoff differential cross section of the process of Eq.^in the alab frame may be expressed 
as E3: 

d 3 a = oc f Z 2 t-t da yn (w,6) f2 
dtdcud cos 9 na> t 2 dcosd 
where the yn cross section is given by: 

da YTt (w,e) _ 2ncx f 2 rcP t , m n w 2 oc n {l + cos 2 0) + 2/3.TCOS 9 1 

dcosB ~ m 2 af ■ (1 + ^ (1 _ cos0)) 3 )• W 

Here, to= (m n w / 'pb) 1 , with pj, the incident pion beam momentum in the laboratory, 8 the scattering 
angle of the real photon relative to the incident virtual photon direction in the alab frame, w the 
energy of the virtual photon in the alab frame, Z the nuclear charge, m n the pion mass, <Xf the 
fine structure constant, F(t) is the nuclear electromagnetic form factor (approximately unity in the 
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range t < 2.5 x 10 4 GeV 2 ), and ot n , fi n the pion electric and magnetic polarizabilities. The energy 
of the incident virtual photon in the alab (pion rest) frame is: 

cu ~ (s — m n 2 ) /2m n . (5) 

For COMPASS, this radiative pion scattering reaction is then equivalent to y + n —> y + 7t scatter- 
ing for laboratory y's with energy of order cu = lGeV incident on a target n at rest. The function 
Fy n (9) describing the Thomson cross section for y scattering from a point pion is given by: 



From Eq. HI the cross section depends on (cx n + j5„) at small 9, and on (a,„ — (3 n ) at large 9. A 
precise fit of the theoretical cross section CEq. l3ll6t to the measured angular distribution of scattered 
y's, allows one to extract the pion electric and magnetic polarizabilities. Fits will be done for 
different regions of cu for better understanding of the systematic uncertainties. We will carry out 
analyses with and without the dispersion sum rule constraint |9| that oc n + j3 n ~ 0.4. We can 
achieve a significantly smaller uncertainty for the polarizability by including this constraint in the 
fits. 

The event generator produces events in the alab frame, characterized by the kinematic variables 
t, cu and cos 9, and distributed with the probability of the theoretical Compton Primakoff cross 
section (Eq. 1316b . Then, the yn scattering kinematics are calculated. The virtual photon incident 

along the recoil direction k/ \k\, is scattered on the pion "target", and emerges as a real photon with 
energy /momentum cu' / \k | at an angle 9: 

cu' = ^l±Mj (7) 
1+^(1-S«>s0) 



The photon azimuthal angle around the recoil direction is randomly generated using a uniform 
distribution. The four-vector components of all reaction participants (pion, photon and recoil 
nucleus) are then calculated in the alab frame. The azimuthal angle of the recoil nucleus is also 
randomly generated by a uniform distribution. Finally, the reaction kinematics are transformed to 
the lab frame by a Lorentz boost. 

For the measurement of the pion polarizabilities, one must fit the theoretical cross section 01i6l 
to measured distributions, after correcting for acceptances. The sensitivity to the polarizability 
increases with increasing cu energy and at back angles. A convenient method is to use the cos 9 
distribution integrated over t and for different ranges of cu, since this shows clearly the sensitivity 
to the polarizability. 



3.3 Design of the Primakoff Trigger 

The small Primakoff cross section and the high statistics required for extracting polarizabilities 
require a data run at high beam intensities and with good acceptance. This sets the main require- 
ments for the trigger system: (1) to act as a "beam killer" by accepting only Primakoff scattered 
pions, and suppressing the high rate background associated with non-interacting beam pions, (2) 
to avoid cutting the acceptance at the important y back angles in the alab frame, where the hadron 
polarizability measurement is most sensitive, (3) to cope with background in the y calorimeter 
from low energy y's or delta electrons. 

We achieve these objectives via a COMPASS Primakoff trigger that makes use of a beam veto, a 
target recoil detector, the calorimeters and various hodoscopes. A coincidence is required of the 



5 



Figure 2: MC simulation showing the acceptance of the yn — > yn reaction in terms of the invariant 
four momentum transfer t to the target,the squared invariant energy s of the final state yn, the 
angular distribution versus cos(0) with 6 the y scattering angle in the alab frame, and the virtual 
photon energy w in the alab frame. The overlayed spectra correspond to different cuts on the final 
state n momentum. 

scattered pion with a y measured in the ECAL2 calorimeter. We demonstrated the feasibility and 
field operation of such a trigger, via Monte Carlo simulations 1 2] |31 |U |5j |6j and via beam tests 
with the COMPASS spectrometer l38l . 

For the reaction given in Eq. [TJ for illustration at 300 GeV pion beam energy the laboratory 
outgoing y's are emitted within an angular cone of within 5 mrad, and the corresponding outgoing 
7r's are emitted within 2 mrad. Most events have y energies between — 280 GeV, and n energies 
between 20 - 300 GeV. 

Our MC shows that we lose very little polarizability information by applying an "energy cut" 
trigger condition that rejects events with the outgoing pion energy having more than 240 GeV. 
Correspondingly, the final state y has less than 60 GeV. The 240 GeV cut acts as a beam killer. The 
60 GeV cut will also be very effective in reducing the y detector (ECAL2) trigger rate, since a large 
part of the background y rate is below 60 GeV. 

The polarizability insensitivity to these cuts results from the fact that the most forward (in alab 
frame) Compton scattering angles have the lowest laboratory y energies and largest laboratory 
angles. In addition, the cross section in this forward alab angle range is much less sensitive to the 
polarizabilities. This is seen from Eq. |4j since with oc n + j5„ ~ 1 used in our MC, the polarizability 
component is small at forward compared to back angles. The acceptance is reduced by the energy 
cut for the forward alab angles (shown in Fig. but is unaffected at the important alab back 
angles. Summarizing, the pion and y energy constraints at the trigger level fulfill the "beam 
killer" requirement and at the same time remove backgrounds coming from low energy y's, delta 
electrons, and e + e~ pairs incident on ECAL2, etc. Similar results are obtained for the effectiveness 
of an energy loss trigger for simulations carried out at 190 GeV pion beam energy. 

Test beam studies for the trigger were performed in Sept. 2000 |38|. The setup for the test beam 
was the following (see Fig. 0: a beam counter upstream of the target (S); a beam veto counter 
(beam killer) in front of ECAL2, covering the hole for the deflected primary beam (B); a hodoscope 
80 cm x 96 cm, situated in front of ECAL2 (H), displaced horizontally by 20 cm from the posi- 
tion of the deflected beam; a veto system around the target and the electromagnetic calorimeter 
(ECAL2). 

According to the signature of the reaction, a beam particle is expected in S. Particles scattered 
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Figure 3: Trigger setup for the Primakoff measurement in COMPASS. It consists of a beam counter (S), 
beam veto counter (B), a hodoscope (H), a veto system around the target and the electromagnetic calorime- 
ter (ECAL2). 

by the target, should give a signal in H. No signal should be registered in the beam killer B, 
but a highly energetic photon should be detected in ECAL2. The test beam demonstrated that 
an acceptable rate for the trigger can be achieved. The requirements to achieve this rate are the 
following: the coincidence between the energy deposition in the ECAL2 above a threshold of 0.2 
to 0.3 x E;, eatn and the existence of a charged particle in the corresponding acceptance of H. The 
use of the beam killer B and of the veto counter does not improve much the rate reduction. The 
target veto could be used offline to reject background reactions with large momentum transfer to 
the target. 

Some interesting numbers that are quoted include the following: from a beam intensity of 6 • 
10 6 / spill with a 3 mm lead target, the trigger rate was found to be 2.5 xlO 5 /spill. The trigger 
gives a reduction factor of 24. The idea of the trigger is not to reduce too strongly the number of 
events since this will be done offline when analysing the events. The size of the hodoscope needed 
to cover the acceptance of the simulated scattered pions was calculated by plotting the simulated 
hit distribution of the scattered pions at the position where the hodoscope will be situated. Fig.|H 
shows that the size needed for the hodoscope is 1 meter in horizontal direction and 40 cm. in 
vertical direction. 
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Figure 4: Simulated hit distribution of the scattered pion at 30 meters from the target. The lines indicate 
the possible size of the trigger hodoscope. 

Aside from the polarizability trigger discussed above, COMPASS will implement as well a meson 
radiative transition trigger. The trigger uses the characteristic decay pattern: one or three charged 
mesons with gamma hits, or three charged mesons and no gamma hits. The trigger [3 , 4| is based 
on a determination of the pion energy loss (via its characteristic angular deflection), correlated in 
downstream scintillator hodoscopes stations (HI versus H2) with the aid of a fast matrix chip, as 
shown in Fig. |5j This trigger is a copy of the currently running muon beam energy loss trigger 
1 13 1 . We will use the Beam Kill veto trigger detectors BK1/BK2 only for low intensity tests. They 
follow the pion trajectory, as shown in Fig.|5j but they can not handle the full 100 MHz beam rate. 
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BK1 and BK2 




HI and H2 

Figure 5: Detector layout for the COMPASS Primakoff Hybrid trigger, 7r~Z — > Hybrid —> 
n~r\. BKl,BK2=beam killer system, Hl,H2=hodoscope system for charged particle detection, 
ECAL2=second photon calorimeter. For r/ decay, one observes the two ys shown. For polariz- 
ability, there is only one y to detect. 



3.4 Beam Requirements 

In COMPASS, two beam Cherenkov detectors (CEDAR) far upstream of the target provide n/K/p 
particle identification (PID). The incoming hadron momentum is measured in the beam spectrom- 
eter. Before and after the target, charged particles are tracked by high resolution silicon tracking 
detectors. The measurement of both initial and final state momenta provides constraints to iden- 
tify the reaction. The final state pion and y momenta are measured downstream in the magnetic 
spectrometer and in the y calorimeter, respectively. These measurements allow a precise determi- 
nation of the small pj kick to the target nucleus, the main signature of the Primakoff process, and 
the means to separate Primakoff from meson exchange scattering events. 

We can get quality statistics for the pion study with high beam intensities at the CERN SPS. We 
will take data with different beam energies and targets, with both positive and negative beams, 
as part of efforts to control systematic errors. We will also take data with protons (positive beam) 
and antiprotons (negative beam with PID) to determine the proton polarizability 1 39 1 by proton 
Primakoff Compton scattering, to self-calibrate our Primakoff Compton scattering methodologies. 

For the 120-300 GeV hadron beams, particle identification (PID) is needed to provide pion, kaon, 
proton beam tag for positive and negative beams at different beam energies. For the COMPASS 
beam, one expects 1 40 1 a beam intensity of 100 MHz, with beam composition roughly: 120-300 
GeV/c, negative, 87-98% pions, 7-1% kaons, 2%-l% antiprotons; 120-300 GeV/c, positive, 43- 
2% pions, 7-1% kaons, 49-97% protons. PID is accomplished at CERN with CEDAR detectors, 
CErenkov Differential counter with Achromatic Ring focus. There are two CEDAR detectors (in 
series) in the COMPASS beamline |41 1. They each have eight large area PMTs arranged in a circle, 
preceded by a single light diaphragm (LD) to finely fix a ring radius. For the PID, a six-fold 
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coincidence is required. The gas pressure is varied to set the ring radius of pions or Kaons or 
protons at the LD location, to choose one of the particle types. The Narrow diaphragm mounted 
in CEDAR-N separated kaons from pions up to 300 GeV/c and could detect protons down to 12 
GeV/c. 



3.5 Target and Target Detectors 

The target platform is moveable and allows easy insertion of a normal solid state target, e. g. a 
cylindric lead plate 40 mm in diameter and 3 mm in width. We also plan Primakoff scattering on 
nuclei with Z< 82 to check the expected Z 2 cross section dependence, and to allow corrections for 
double photon exchange |36|. We use silicon tracking detectors before and immediately after the 
targets. These are essential for Primakoff reactions as the scattering angle has to be measured with 
a precision of order 100 ^irad, because it contains much of the information. We veto target break- 
up events by a target veto recoil detector, and by selecting low-t events in the off-line analysis. The 
recoil detector is currently developed and tested. A particle momentum of about 100 MeV should 
be sufficient to trigger a veto coincidence in its scintillator and Lead glass layers. This veto will 
limit the angular acceptance to about 100 mrad to reject events where fragments of the nucleus or 
particles produced in diffractive processes leave the target with bigger angles to the beam axis. 

3.6 The Magnetic Spectrometer and the t-Resolution 

We achieve good momentum resolution for the incident and final state pions and y's, and therefore 
good four momentum t-resolution. The relative momentum resolution for n~ with all interactions 
accounted for is 1% for energies above 35 GeV and up to 2.5% below this mark. The angular res- 
olution in a single coordinate for a pion of momentum p is 7.9 mrad-Gev/ p. All generated pions 
with energy greater than 2 GeV were in the acceptance of the spectrometer, the reconstruction 
efficiency with interactions enabled is 92%. 

The angular resolution for the final state n is controlled by minimizing the multiple scattering 
in the targets and detectors. With a lead target of 1% interaction length (2 g/ cm 2 , 30% radiation 
length), multiple Coulomb scattering (MCS) of the beam and outgoing pion in the target gives an 
rms angular resolution of order 40 ,urad, small compared to the intrinsic tracking detector angular 
resolution. The target contributes to the resolution of the transverse momentum pj via the pr 
generated through MCS. Considering t = p 2 , including all other effects |2J|3j|4|, we aim for a pj 
resolution less than 15 MeV, corresponding to At better than « 2.5 x 10~ 4 GeV 2 . 

This resolution will allow an effective t-cut to minimize contributions to the data from diffractive 
processes. The goal is achievable, based on the t distributions measured at a 200 GeV low statistics, 
high resolution experiment for 7r~Z — > 7r~7r°Z |15| and n~Z — > n~yZ |16| Primakoff scattering 
at 200 GeV at FNAL. The t distribution of the n~ — > n~y data agrees well with the Primakoff 
formalism out to t = 10~ 3 GeV 2 , which indicates that the data are indeed dominated by Coulomb 
production. Minimum material (radiation and interaction lengths) in COMPASS will also give a 
higher acceptance, since that allows y's to arrive at ECAL2 with minimum interaction losses, and 
minimum e + e~ backgrounds. 

3.7 The y Calorimeter ECAL2 

The position resolution in the second y calorimeter ECAL2 for the photon is 1.0 mm corresponding 
to an angular resolution of 30 |arad. In the interesting energy range the energy resolution is better 
than 1% after taking into account the leakage into the hadron calorimeter HCAL. The photon 
acceptance is 98% due to the beam hole of ECAL2 while the reconstruction efficiency is 58% as a 
result of pair production within the spectrometer. 



9 



This y detector is equipped with 3.8 by 3.8 cm 2 GAMS lead glass blocks to make a total active area 
of order 1.5 m diameter. The central area needed for the polarizability measurement is completely 
instrumented with modern ADC readouts. 

The Tpr kicks of the COMPASS magnets are 0.45 GeV/c for SMI (4 meters from target) and 1.2 
GeV/c for SM2 (16 meters from target). The fields of both magnets are set additive for maximum 
deflection of the beam from the zero degree (neutral ray) line. We thereby attain at least 10 cm for 
the distance between the zero degree line and the hole edge. This is important since the Primakoff 
y's are concentrated around the zero degree line and a good y measurement requires clean signals 
from 9 blocks, centered on the hit block. From MC simulations, the number of Primakoff scattered 
pions below 40 GeV is less than 0.3%, so that 40 GeV pions are about the lowest energy of interest. 

For the precise monitoring of the energy calibration of the photon calorimeters, COMPASS will 
use LED and laser monitor systems, as described in Ref. |42|. 

The available COMPASS ECAL does not have radiation hardened blocks near the beam hole. If 
those will be available, it would allow increasing the beam intensity a factor of five, to allow 
substantially more statistics for the same run time. 



4 Simulation Results for 190 GeV Pion Beam 

The most recent COMPASS Primakoff polarizability simulation results |5j are given now. 
We evaluated the single particle detection properties of the COMPASS spectrometer. The key 
results are a momentum resolution for pions of 1% above 35 GeV and up to 2.5% below 35 GeV 
accompanied by an angular resolution of 7.9 mrad GeV /p and an energy resolution for photons of 
1.5% above 90 GeV accompanied by an angular resolution of 30 |xrad. The photon reconstruction 
inefficiency is given by the conversion probability before leaving the second spectrometer magnet; 
the corresponding efficiency is 58%. The single pion reconstruction efficiency is about 92%. 

We describe the results of the simulation of Primakoff Compton scattering and of hadronic back- 
grounds. We study the influence of the COMPASS detector resolutions and reconstruction al- 
gorithms on the extraction of the polarizabilities. We achieve this via a simulation of Primakoff 
Compton scattering of n~ on Lead at a beam energy of 190 GeV at five different pairs of a and 
j5 polarizability parameters with a total statistics of five times 620,000 events, each sample corre- 
sponding to the analyzed events from roughly a day of COMPASS data taking. 

The following cuts are used to recognize Primakoff events: there has to be a photon hit in the 
ECAL2 above a certain energy and a negative charged track which carries the complementary 
energy. The cut on the photon energy has to be well above the energy deposition of hadrons in 
the electromagnetic calorimeter that is of the order of some GeV. In order to select the so-called 
"hard events" with most information on the pion polarizabilities, this cut is raised to 30-50% of 
the beam energy. In this simulation a cut on the photon energy at 90 GeV was implemented in 
the generator, so it was natural to use 80 GeV in the reconstruction. The energy window for the 
sum of pion and photon was set to 180-196 GeV to allow for the longitudinal energy leakage of 
ECAL2. The figures 6-9 were all produced only with the events that were left after applying these 
two cuts. 

The reconstructed count rates have to be corrected for the inefficiency of the detector before fit- 
ting the cross section. The data of all five samples are merged to calculate the dependence of the 
reconstruction efficiency on the photon energy in the laboratory frame. Fig. |6] shows the gener- 
ated and — with the cuts applied — the reconstructed photon energy in the laboratory frame, Fig. El 
shows the corresponding efficiency with fit parameters. As expected from our studies of single 
photon and pion efficiencies, the overall efficiency is between 50-55%. Fig. 8 shows the beam 
energy distribution used in the simulation. 

Compared to the generated t = q 2 distribution, the reconstructed q 2 is smeared out due to the 
transverse momentum transfer error induced by angle reconstruction errors of the final state. 
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Figure 6: generated (white) and reconstruc- 
ted (shaded) photon energy in the laboratory 
frame. The data of all five samples is merged 
(2.9 • 10 6 events) 



Figure 7: reconstruction efficiency vs. photon 
energy in the laboratory frame. The error bars 
are the binomial errors corresponding to the 
generated statistics shown in the left hand plot 




Figure 8: reconstructed beam energy Figure 9: generated (white) and reconstructed 

(shaded) q 2 

For example, quadratically adding the errors for 110 GeV photon energy and 80 GeV pion mo- 
mentum yields an error of 15 MeV. Nevertheless the rise is steep enough to permit a cut at 
— q 2 < 1000 MeV 2 , as seen in Fig. 9. Such a cut only reduces the efficiency by 6%. 

We studied the efficiency for the selected events with small t and where the sum of the energy of 
the 7r~ and the y is, within some resolution, equal to the energy of the beam. We found that this 
efficiency was independent of f, with no bias by the acceptance of the detector. Regardless of the 
cut in f, the important shape of the yn angular distribution is not affected. 



4.1 Retrieving the polarizabilities 

The generated and reconstructed four-momenta are transformed to the projectile (alab) frame. 
The fit is performed using the ROOT interface to the MINUIT package. To get the reconstructed 
differential cross section the event rates had to be corrected for the inefficiency of the detector. We 
observe that a and /3 are anti-correlated, with the consequence that a + /3 is determined with a 
much smaller error than a — 15. The polarizability effect is proportional to a + /3 for cos 9 = 1 and 
a — j3 for cos 6 = — 1, increasing with the photon energy like w 2 . So a — j3 is mostly determined 
in the region with least events while oc + j3 is better known because the cross section has a steep 
rise towards positive cos 8. 
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We carried out fits to determine the polarizabilities for each sample of 620,000 simulated events, 
each sample corresponding to different (a.,15) pairs. Reducing the statistical errors by 8, scaling 
to the assumed 4. x 10 7 events, we estimate the statistical uncertainties for the two month COM- 
PASS run to be about 0.05 for cc and fi, 0.01 for oc + and 0.1 for a — /3. Including systematic 
uncertainties, we aim to achieve better than 0.4 uncertainties in a. and (3. 

4.2 The hadronic background 

To investigate the corruption of the measured Primakoff cross section by hadronic background 
events, a large sample of minimum bias events was produced with the Fritiof pion-Nucleus event 
generator. The analysis of 4.5 x 10 6 events by the exact process described above accepts only 34 
events, 27 of them were in the fit range for the polarizabilities |6|. 

As Fritiof only simulates hadronic interaction the mechanism for accepting some of the events is 
the production of 7t° or r\. Because of the cut on the total energy sum of the pion and the photon, 
most of this background is rejected, as the remaining particles also receive their part of the energy. 
One may tighten this cut because the background would be much more affected than the real 
events. 

The generated final state in all 34 cases contains a nucleon. This suggests that the nucleus was 
disintegrated in the reaction. The fragments are tracked by COMgeant, but there is no single 
particle ID to label them. Thus, they unfortunately are not part of the list of particles emerging 
from the primary vertex. Every event contains particles with polar angles bigger than 20 deg and 
a target recoil would see some of those events not stopped inside the target. 

The overall signal to noise ratio for hadronic background can be estimated from the ratio of 
the cross sections and the background suppression. The hadronic interaction length of Lead 
of 194 g cm~ 2 corresponds to a cross section of 1.77 barn, the suppression factor of 26/4500000 
reduces this to 10 |jbarn. This has to be compared to the cross section of Primakoff Compton 
scattering — with a produced photon energy of at least 90 GeV — of about 500 |abarn. The ratio of 
50:1 will be further improved by the inclusion of the target recoil veto and by a more sophisticated 
kinematics reconstruction. 



5 Other Pion Polarizability Experiments 

The present proposal deals only with our experimental efforts at CERN COMPASS. But we will 
also compare COMPASS data to new Mainz data. At MAMTB at Mainz, measurements 1 43 1 and 
calculations |44[ are under way of p(y,n7t + y') radiative pion photoproduction reaction on the 
proton. The elastic yn + scattering cross section can be found by extrapolating such data to the 
pion pole. This corresponds to "Compton" scattering of gamma's from virtual n + targets in the 
proton, and therefore also allows a measure of the pion polarizability. The experiment ran with 
500-800 MeV tagged photons, with detection of y' , neutron, and charged pion in coincidence. A 
similar pion polarizability experiment with polarized tagged photons was proposed |45|, associ- 
ated with the proposed JLab 12 GeV upgrade. Theoretical studies |44[ show that the precision of 
this method, aside from the available statistics, is limited by the systematic errors associated with 
the extrapolation to the pion pole. Primakoff scattering has the advantages that meson exchange 
backgrounds and final state interactions are strongly suppressed. Pion polarizabilities have also 
been determined from two photon yy — > 7r + 7t~ data 1111 . However, as noted in the pion polar- 
izability theory review of Portoles and Pennington ]20|: "Knowing the low energy yy —* n + n~ 
cross section accurately still allows large uncertainties in the polarizabilities. Only measurements 
of Compton scattering will resolve these." Still, intercomparisons between COMPASS and past 
plus new experiments ITTI l43l 145 1 . with complementary methodologies, should help fix the sys- 
tematic uncertainties. 
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6 Conclusions 



COMPASS is on track to measure the yn Compton scattering cross sections, as a central part of 
its Primakoff physics program, thereby enabling determinations of the pion polarizabilities. The 
experiment will allow serious tests of xPT; and of different available polarizability calculations in 
QCD. 
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